List of Best Women Players in Football 
World Cup 2019- Odeta Rose 


The eighth edition of FIFA Women’s World Cup is taking place in France. Total 
552 players from 24 countries are participating in Women’s World Cup. 
World’s best female football players are about to face each other in an epic 
batde. Every team has a talented player which is making this tournament 
more excited and challenging. 

It’s time to find out top player from the crowd who can actually change the 





2. Wendie Renard (Wendie Therese Renard) from France 








6. Lindsey Horan (Lindsey Michelle Horan) from America 



7. Eugenie Le Sommer (Eugenie Anne Claudine Le Sommer) from France 



8. Julie Ertz (Julie Beth Ertz) from America 




10. Christine Sinclair (Christine Margaret Sinclair) from Canada 



Odeta Rose 
















